From boatanchors@sco.theporch.com  Sun Apr  6 10:02:21 1997
From: Tom Norris <badger@telalink.net>
Subject: 390A contract info?
Message-ID: <3.0.1.32.19970406003332.006d0328@telalink.net>

Well, sending this to Tom and the list ---

Does onyone have info on EAC contract 
number FR-36-039-N-6-00189 (E) ?
Found one of these, but this contract is
not in N5OFF's contract info that I have
on the MilList page...

Thanks

Tom KA4RKT

Visit the MilList at http://telalink.net/~badger/millist/mi.html




From boatanchors@sco.theporch.com  Sun Apr  6 10:02:21 1997
From: BEN NOCK <106312.1035@compuserve.com>
Subject: Absorption Freq Meter Type I-129-B
Message-ID: <199704061006_MC2-13D3-FED1@compuserve.com>

I picked up a test set,

Absorption Freq Meter Type I-129-B.

Any idea which set is to be used with ??

Ben G4BXD


From boatanchors@sco.theporch.com  Sun Apr  6 10:02:21 1997
From: dave metz <metzd@cfw.com>
Subject: AC Line bypass Caps??
Message-ID: <2.2.32.19970406130702.006a1c9c@milo.cfw.com>

Maybe this is a little basic, but recently I finished installing a
replacement transformer in a RME 45. After much trial and error making a
replacement get the right voltages, I noticed that I had forgotten to
replace the AC line bypass caps. The receiver seems to work  fantastic  and
I have no "leakage" to ground with them out. I am now wondering if to put
them back in the circuit.

Question:
With the useage of 3 prong power plugs, are these necessary and, I guess
even more basic, what's the theory behind them in the first place?

73's dave



From boatanchors@sco.theporch.com  Sun Apr  6 10:02:21 1997
From: Bob Roehrig <broehrig@admin.aurora.edu>
Subject: Re: AC Line bypass Caps??
Message-ID: <Pine.ULT.3.95.970406082936.8312D-100000@admin.aurora.edu>

On Sun, 6 Apr 1997, dave metz wrote:

> I noticed that I had forgotten to replace the AC line bypass caps.
> I am now wondering if to put them back in the circuit.
> 
> Question:
> With the useage of 3 prong power plugs, are these necessary and, I guess
> even more basic, what's the theory behind them in the first place?

If you've seen my previous posts, you know I am against those critters.
I think especially if you have a 3-wire cord to ground the unit, they
are useless. I think the original intent was to provide a RF ground for
the chassis in the event the set was not properly grounded. The result
is that the chassis then sits at half line voltage. If the caps are large,
the current is quite large. 

The worse case of this I have seen was in a Measurements Corp signal
generator. Each side of the line had 2 inductors in series and 3
caps to the chassis. The caps were either .1 or .25uF. That thing
was downright dangerous. I'm sure they wanted to keep the unit from
leaking RF from anywhere but the output connector, but that was
crazy.

        E-mail broehrig@admin.aurora.edu           73 de Bob, K9EUI
            CIS: Data / Telecom   Aurora University, Aurora, IL
                      630-844-4898  Fax 630-844-5530



From boatanchors@sco.theporch.com  Sun Apr  6 10:02:21 1997
From: w8xq@juno.com (JEFF D WILDER)
Subject: Collins Receivers Wanted
Message-ID: <19970406.032310.5271.1.W8XQ@juno.com>

Hello People
	I'm still looking for Collins rec's  75A3, 75A4 , 51J4 & R388A.
Please reply if you can help me out. Thankyou

		73
		Jeff D Wilder  W8XQ
		Phone: 616 381-4133
		Email: w8xq@juno.com


From boatanchors@sco.theporch.com  Sun Apr  6 10:02:21 1997
From: Spencer Petri <spetri@e-tex.com>
Subject: Dallas Sidewalk Sale Continues.
Message-ID: <m0wDe3X-000160C@e-tex.com>


Hello gang,

Saw some interesting stuff and came back with a few little goodies.

There was a 8+ RME 45. Fellow said his brother is over in Russia buying up
stuff and shipping it back over here. Story is that it belonged to some
ministry who listened to VOA during the cold war. Who knows? $350!!

That must have been the only hollowstate radio there, at least all that I
saw.  Came across a BC 221M for asking price of $12 and a TS 174 for asking
price of $20.  Didn't need either.

Still lots of old test equipment around there though. In my everlasting
quest to have the biggest and heaviest VTVM I got a Sylvania Electric
Polymeter. Nice meter and came with it's rf probe which I haven't tested to
see if the diode is good.

Came away with 1 ea. Case CS-137, which still had about half the FT-243
crystals, including the 8400KC. $1.00 total.

Got a URM-120 with one element, $20.00. Works? Dunno!

Also came back with an Ameco VHF Preamplifier Model PV, $1.00 with 6DS4.
That's about the crop except for a double handfull of .001 MFD 600V
feedthrus for $.05 each, some air variable trimmers at $.25 each and 20/25
transmitting micas.

Wasn't a total failure and got a lot of exercise out in the sun.


73 de Pete WA5JCI
*******************************************************************
EM-21--6 Mtr -- WAS #490, WAC CW, DXCC/91 Countries, VUCC/618 Grids
*******************************************************************
       2 Mtr --  36 States -- VUCC/183 Grids                    
       ************************************* 



From boatanchors@sco.theporch.com  Sun Apr  6 10:02:21 1997
From: Conard Murray <ws4s@InfoAve.Net>
Subject: Even newer GB subscribe info
Message-ID: <2.2.32.19970406033111.00cb4f04@infoave.net>

My error again!
If anyone still wants to subscribe to the new GB list, send

subscribe glowbugs your_email_address

to majordomo@www.atl.org

Gee, it's been a long week. Sorry about the confusion.
Conard

 Conard Murray  WS4S    Glowbugs listowner      ws4s@infoave.net
 217 Dyer Avenue     Cookeville, TN  38501      615-526-4093     
 Member Arizona ScQRPions  QRP-L #993  Friend to anything TCS or GRC-19
                  <><  Wise men still seek Him  ><>      
 WIMPS: Qs=000 30m=0 17m=0 12m=0 States=00/00/00



From boatanchors@sco.theporch.com  Sun Apr  6 10:02:21 1997
From: Michael Tallent <mtallent@concentric.net>
Subject: fixing RME6900
Message-ID: <3346C8B9.4B76@concentric.net>

Hello:

I am trying to revive a RME6900.  First, does anyone have a "readable"
schematic they could copy for me?  I have a copy of manual but schematic
is bad.

There is a modification someone added, it contains a transistor
(horrors).  Is anyone familiar with any published mods for this
receiver.  It appears to be in the agc loop, as I measure -31 volts on
the grid-1 of the 6BA6 RF amp (not good).

If I can get a good schematic, I can probably undo the previous damage.

Anyone out there have the 6901 speaker that they would part with?

Thanks
Mike W6MXV


From boatanchors@sco.theporch.com  Sun Apr  6 10:02:21 1997
From: Mike Maloney <ac5p@ionet.net>
Subject: FS Weston DCMa Meter
Message-ID: <199704061455.JAA10379@mail.ionet.net>

For Sale; very sharp WESTON Model 901 DC Milliampere Meter,
large 5 inch mirrored scale.  7 ranges 0-1,2,5,10,20,50 and
100 on 3 scales. In black leatherette case with flip down flap
showing meter face.  Range selector on side, Neat thumb screw
terminals at top. $25 + ship.
Mike    ac5p   



From boatanchors@sco.theporch.com  Sun Apr  6 10:02:21 1997
From: Mike Maloney <ac5p@ionet.net>
Subject: FS/T RCA VTVM
Message-ID: <199704061345.IAA01284@mail.ionet.net>

I have an RCA Senior VoltOhmyst VTVM Model WV-98C w/large 7" wide
meter, probe and seperate carrying case. Will sell for $20+ship OR
TRADE for 2 ea 5 X 7 inch oval speakers or 1ea speaker and $10 boot.
Wat sa?
73/Mike   ac5p  POB 33, Bartlesville,OK 74005



From boatanchors@sco.theporch.com  Sun Apr  6 10:02:21 1997
From: Keith Heitzmann <kk5fe@communique.net>
Subject: FS:  Early HRO plug in coils
Message-ID: <2.2.16.19970405145146.13479ade@mail.communique.net>

Hi All,
I have a set of three HRO coils in a wooden box that I will never do
anything with. I don't know what radio they go in, but I will describe them.

They are "A" 14.0 - 30.0 Mc
                  "B"  7.0  - 14.4 Mc
                  "C"  3.5  -  7.3  Mc

They are painted black crinkle finish, have two "U" shaped pull handles on
each side. They have two "windowed" calibration charts printed white on
black, on the front of each. Other than that no other markings on the outside.
The front metal panel is measured at 10 3/8" long and 2 1/2" wide.  There
are four coil cans on each, measuring 2 3/8" square X 4 1/8" long.

The only mention of National is on the bakelite contact  panel on each coil
that says "National Co."

They are in good shape, the box seems to have repainted a long time ago, but
not by National. 
Each can is mounted to the panel by 4 screws, on one of them a screw is missing.

If you have a Communications Receivers book by Raymond S. Moore, these look
like the coils on page 82.

Dont know if these are of interest to anyone, but I will take offers on them.

If anyone has any other questions on them let me know via private email.

Thanks,
Keith    KK5FE

 _____________________________________
        -------Keeper of all that I buy-------
                     ----AMI# 837----
------Visit my vintage Radio Web Site------- 
 ----http://www.communique.net/~kk5fe---
 _____________________________________



From boatanchors@sco.theporch.com  Sun Apr  6 10:02:21 1997
From: BEN NOCK <106312.1035@compuserve.com>
Subject: Hammerlund  Super-Pro
Message-ID: <199704061006_MC2-13D3-FED4@compuserve.com>

As someone else mentioned some time ago,

WHY DO FOLKS CHANGE THE B%**!Y KNOBS ?????

I have just picked up a Super-Pro with all the knobs changed,
and changed for real poor examples, I mean, one would not
mind if they were changed for AR88 type knobs, or HRO type
knobs, but these real cheap crap plastic skirted things, well !!
the mind boggles.

SO !, if anyone has the type of knobs that should be on a 
Super-Pro, I would welcome the opportunity to discuss a 
redistribution of materials with you.

Many thanks. Ben G4BXD.


From boatanchors@sco.theporch.com  Sun Apr  6 10:02:21 1997
From: kb5wwo@juno.com (George Folse)
Subject: Heath Dial Cylinder
Message-ID: <19970405.235733.4607.0.kb5wwo@juno.com>

Hello All,
         Does anyone know if there is someone reproducing the Dial
Cylinder for the Heath tx and rec,for the TX 1,RX 1,MT 1,HG 10, etc.

George Folse    KB5WWO     kb5wwo@juno.com
630 Dolhonde St.
Gretna,La.70053
504-362-1896     ph/fax
Collector of Heathkit,EF Johnson,and Atwater Kent          AMI#937


From boatanchors@sco.theporch.com  Sun Apr  6 10:02:21 1997
From: Gary Harmon <gharmon@txdirect.net>
Subject: Heathkit Stuff I Need
Message-ID: <3.0.1.32.19970406193842.006a197c@mail.txdirect.net>

Several restoration projects have slowed down due to parts needed.  Anyone
have the following.  Thanks in advance.

Small silver calibrator knob/shaft/wheel assembly like used on the SB line
Meter for AM-2
30.195 MHz crystal for SB-313
1 MHz crystal for SB-500
2ea .15 mfd @ 1600v capacitor for SB-610/SB-620

Also looking for:

Heathkit catalogues from 53/55/57/60/61/63/67/75/85/>91
10m (Tener) LunchBox

73,
gary
	
=======================
Gary H. Harmon, Jr., K5JWK
6302 Robin Forest
San Antonio, TX 78239-3218
(210) 657-1549
gharmon@txdirect.net
TOO MANY PROJECTS, NOT ENOUGH TIME!
==================================


From boatanchors@sco.theporch.com  Sun Apr  6 10:02:21 1997
From: "Gary Smith" <standard@pcs.mb.ca>
Subject: Help with Dentron MLA-2500
Message-ID: <199704052139.QAA18252@pcs.mb.ca>

Well its 17 years old.....just about a BA.

A local here called me with a question regarding his MLA-2500.  It seems he
has picked up a amp with no tubes, and was wondering if anyone has used
tubes rather than the 8875's (300-400.00 each!) in the Dentron amp.

Any suggestions and if so what are the mods?

73

Gary Smith VE4YH

Check out my Swan page at http://www.pcs.mb.ca/~standard/



From boatanchors@sco.theporch.com  Sun Apr  6 10:02:21 1997
From: w8xq@juno.com (JEFF D WILDER)
Subject: Hikox 6000 Tube Tester manual wanted
Message-ID: <19970406.032310.5271.2.W8XQ@juno.com>

Hi People, 
Been looking for hickox model 6000 tube tester manual.
Please reply if you can help me out. Thankyou

			73
			Jeff D Wilder  W8XQ


From boatanchors@sco.theporch.com  Sun Apr  6 10:02:21 1997
From: "Terry O'Laughlin" <terryo@wort-fm.terracom.net>
Subject: Info needed: EV  K 20 Velocity Microphone
Message-ID: <199704060251.UAA14454@mendota.terracom.net>

I found an Electro Voice K 20 "Velocity Microphone" the other day.  I think
it is an old ribbon microphone.  Anyone know anything about it?

73     Terry O'     WB9GVB



From boatanchors@sco.theporch.com  Sun Apr  6 10:02:21 1997
From: "Allan Fritsche" <fritsche@msn.com>
Subject: Is it just me ?
Message-ID: <UPMAIL03.199704060025460932@msn.com>

Doesn't seem to be to many posts on the list as of late.
What happended?.
Nuclear War or Lack of it?
Did everyone go down to South America and Butt heads?
Just kidding, (Maybe)
Al
fritsche@msn.com



From boatanchors@sco.theporch.com  Sun Apr  6 10:02:21 1997
From: "David M. Nance" <dmnance@roanoke.infi.net>
Subject: Re: Is it just me ?
Message-ID: <3347208B.658F@roanoke.infi.net>

Allan Fritsche wrote:
> 
> Doesn't seem to be to many posts on the list as of late.
> What happended?.

I think it's called "nice weather".  You know, stuff like cutting grass, 
outside painting, etc, etc.  I have noticed similar decreases in activity 
on several newsgroups.

Dave - WB4SSE


From boatanchors@sco.theporch.com  Sun Apr  6 10:02:21 1997
From: John Kolb <jlkolb@cts.com>
Subject: Jackson Brothers reduction drives
Message-ID: <Pine.SCO.3.91.970405164612.21068A-100000@sd.cts.com>


I picked up some Jackson Brother 6:1 reduction drives at
the swap meet, more than I need for myself, and and
offering them to the group at $ 3.00 each, + shipping.

John Kolb   KK6IL  jlkolb@cts.com



From boatanchors@sco.theporch.com  Sun Apr  6 10:02:21 1997
From: "Marilyn Clinton" <Marilyn_Clinton@msn.com>
Subject: Knight T-150 Manual
Message-ID: <UPMAIL06.199704061134480839@msn.com>

Anyone have a Knight T-150 XMTR manual/schematic for sale/trade or will pay 
usual copy/mailing costs.  I'm familiar with the dealers and have their 
catalogs but am hoping that the manual fairy might smile on me sometime as I 
think I have more invested in manual copies than in the hardware itself. 

Thanks a bunch!

Tom Clinton    W4ULL 

P.S.  If anyone has an unfulfilled itch for a "high-end", "top of the line", 
genuine Allied Radio (Knight) T-150, I might consider trading it for say a 
Collins KW-1 plus cash......


From boatanchors@sco.theporch.com  Sun Apr  6 10:02:21 1997
From: Sandy W5TVW <ebjr@worldnet.att.net>
Subject: Looking for "toobs"
Message-ID: <19970405205120.AAB19898@LOCALNAME>

Hello gang,

        Seems I have every tube in the book except the ones I need!  Looking
for the following for a test project:

        1D5GP or 1D5GT, 1E5GP, 1E4G, 1G4G or GT, 1G6G or GT.  Could use a
couple of each.  All are octal based.  Now to catchup on my mail!  Projects
of XYL have cut
into my "radio time" and the weather is lousy today...thunder, wind, rain..yuk!
73,
E. V. Sandy Blaize, W5TVW
"Boat Anchors collected, restored, repaired, traded and used!"
417 Ridgewood Drive,
Metairie, LA., 70001
ebjr@worldnet.att.net
**Looking for:  860 tubes, WL-460 tubes**
**Butternut HF2V antenna, G-R test gear.....................***



From boatanchors@sco.theporch.com  Sun Apr  6 10:02:21 1997
From: billo@nti.net (Bill Wilson)
Subject: National RAO-7 manual needed & comments
Message-ID: <19970406150018679.AAA252@LOCALNAME>

Greetings,

   Yesterday at the Albertville, Al. hamfest I picked up a very nice
National RA0-7 (serial 1135) with the matching speaker (CNA-99186, looks
like the NDC 8).   The radio looks exactly like the NC-127 pictured in
Moore's book on page 123.  The radio here is working and all original, all
tubes check VG.  The yellow fungacide junk was sprayed all over the entire
radio in 1945 according to some writing I found inside, it worked, not a
spot of corrosion anywhere.  The cabinet, front panel and speaker are made
out of copper.  This radio has the movable coil catacombs (which I have
never seen before) and the added RF stage/coils at the back of the radio. 
   I'm looking for a manual/copy to help align the beast.  I thought about
yanking out all the original paper caps but since it works fine I'm going to
leave this one all original.   Two years ago I would not have thought twice
about recapping this set but I really don't plan on using it on a daily
basis, besides it looks rather nice without all those orange drops everywhere. 
   Other items seen at the fest;  Collins 30L1- $650 or trade for HF rig,
National NC-125 $10, Some smaller Heath rigs and lots of tubes, meters and
the usual junk. 

 Regards,

 Bill
 W4BIZ
 Jacksonville, Al.  email; billo@nti.net  
    




From boatanchors@sco.theporch.com  Sun Apr  6 10:02:21 1997
From: "Allan Fritsche" <fritsche@msn.com>
Subject: Never ending saga of the R-390A Front Panel.
Message-ID: <UPMAIL03.199704020108360520@msn.com>

Hey Gang, after cleaning this guys front panel for the third time, I decided
that it's got to be the paint... I was using Machine Grey from Rustoleum
and even thou it said it would dry a lot faster then the normal Rusoleum
that we know and (Love) it was still just a bit to thick.
Now what I used was Plastikote primer and Plastikote 1105 medium grey 
available at PEP BOYS. 
This worked like a Champ. Sprayed Primer on yesterday and let dry
over nite. Sprayed the the panel tonite and after an hour of drying, could see
that the engraving will work out just nicely after the paint is cured for a 
week.

Thanks to all on the list for suggestions.
Your Friend Al
fritsche@msn.com



From boatanchors@sco.theporch.com  Sun Apr  6 10:02:21 1997
From: leeboo@ct.net (Leon Wiltsey)
Subject: oh happy day
Message-ID: <199704060214.VAA09712@blue.ct.net>

>To: gb
>From: leeboo@ct.net (Leon Wiltsey)
>Subject: oh happy day
>Cc: 
>Bcc: 
>X-Attachments: 
>
>Hi Guys
>well I finally got my regen going, it only took 2 months. 
>made some changes and not thru witrh mods yet , but it works,
>Changed the power supply to choke input( using an old power
> trans for a choke) Ripple now down to 25 m vm but b+dropped
> to 125 volts.  Have a 100mfd on order from radio shack and 
>when I get it I will change the filter back to cap input.  AM getting
> speaker vol, now and hum is manageable.  Put a small var
> trimmer in series with ant an it sure helped the tuning process.
>actually listened to some donald duckers( SSB)
>
>Tonight I made a exact dup, of my coil( covers 3-9.5 mc) and
> started trimming it. as the coil; I made to cover 9 and above refused to osc
>( as did all the other different freq coils I made)
>Kept trimming turns off the end and lo and behold it got the tuning
>all the way up to 15 mc.( this coil covers 5-15 mc),  To my surprise 
>I got wwv on 10 mc and found my only piece of test equip, an ancient 
>cheapo sig gen from Layaffette( a Kit) was still right on the money. 
>I do have a very good vom  .Am using 1/2 of a 6sl7 as a voltage audio
> amp to drive the 6aq5.
>Will probably use the other triode portion of the 6sl7 as a regen audio amp
>to peak the sig and get rid of some of the noise.( one of my handbooks
> has a circuit I used 30  yaers ago)  I had kind of given up making any more
>coils for this thing until I got the idea of duping my3-9 coil and trimming it.
>At least I knew I had one coil that worked. Boy am I happy!!! when wwv came 
>ticking in I yelled to the xyl it works, it works, it works!  She answered"
oh great now
>you can set the clocks right". So thats my story, old retread finally makes
>good now to pass the code test!!!!  Sure appreciate all the help you guys
gave me.
>( and the parts)
>



Thank the good LORD for all that you have!!!

Leon B Wiltsey jr. (Lee)

68yr old retired  semi disabled senior
(stroke got my balance and coordination)
formerly w4kcj & kp4ryb ( till I quite) dumb dumb
play keyboard and sing
music 1920's to 60'
none of the 80'S- 90'S noise



From boatanchors@sco.theporch.com  Sun Apr  6 10:02:21 1997
From: "Walter L. Marshall" <wmarshal@CapAccess.org>
Subject: Question:Invader 2000
Message-ID: <Pine.SUN.3.91-FP.970405232716.6378A@cap1.capaccess.org>

   Dear Boaters,
   Is this a nice amp? Whats the approximate worth? How
about the 175 tubes, are they hard to find? Expensive?
   Thank youse,
   Walter


From boatanchors@sco.theporch.com  Sun Apr  6 10:02:21 1997
From: "Allan Fritsche" <fritsche@msn.com>
Subject: R-390A, One more time
Message-ID: <UPMAIL03.199704020108380503@msn.com>

Gang, while looking around the R-390A, I noticed that almost everything
Had the EAC stamp on it. Thus I must have an  EAC receiver.
Now the front panel ID plate says IMPERIAL ELECTRONICS INC.Built on 1963 
contract.

Anybody need that plate and would be willing to trade for a EAC Plate.

Gee, sounds like trading for baseball cards.
Take Care my friends
Al
fritsche@msn.com



From boatanchors@sco.theporch.com  Sun Apr  6 10:02:21 1997
From: dave metz <metzd@cfw.com>
Subject: R1051 shock mounts--Fair Radio
Message-ID: <2.2.32.19970405222745.006a9d58@milo.cfw.com>

Recently I saw the ad for shock mounts for the R1051B from Fair for $22. I
didn't see how I could go wrong. They were NIB's!  So if you have  a 1051
and are worried about firing your  5" 54 Cal guns in the near future  and
maybe shocking this hybrid BA with its two tubes, I would highly recommend
this addition.

73's dave



From boatanchors@sco.theporch.com  Sun Apr  6 10:02:21 1997
From: Michael Crestohl <mc@shore.net>
Subject: RS-6 is not CIA equivilent of GRC-109!
Message-ID: <199704060827.EAA14360@northshore.shore.net>

Tom Norris wrote:

>The RS-6 set is the "made for the CIA" version of the
>GRC-109 set - the difference being it has no provision
>for the GRA-71 code burst keyer. The GRC-109 has a
>plug on the front for this keyer. The sets are pretty much
>identical other than model numbers on the ID decal.

Actually Tom is referring to the RS-1 set.  The RS-6 set is quite 
different except possibly for the final tube (2E26) in the transmitters.

73,

Michael Crestohl, W1RC
mc@shore.net



From boatanchors@sco.theporch.com  Sun Apr  6 10:02:21 1997
From: "Allan Fritsche" <fritsche@msn.com>
Subject: Saga of the R-390A  Front Panel
Message-ID: <UPMAIL03.199704060017320981@msn.com>

Hello Gang, I am sure no one missed me but, Finally I got the front panel
done on the LIttle R-390A.   
After a good coat of primer and then  one solid coat of Gray Paint, I let it 
set for about 4 days to cure.
No Sanding at all (Thanks Rick). Started on the engraving last nite..
What a Bitch, Iam using a semi gloss latex (pure White). 
Paint, rub out with your finger  thats wet with water, Let dry for about
30 seconds and litghtly rub with rubbing Alcohol.

I did the above twice and in took me about 6 hours, but once I put in the
Sun to Dry.. Houston (80 %) .All seems Well
Now, after just getting things right, I Just spray painted the front panel 
with
semi crystal clear coat.
Man does it look good.
Well, I would never do it again, I understand now why the Guru's charge so
much.

Take Care My Friends.
Al
fritsche@msn.com


From boatanchors@sco.theporch.com  Sun Apr  6 10:02:21 1997
From: Mike Warren <m_warren@compuserve.com>
Subject: Sunday Swapnet listings
Message-ID: <199704061009_MC2-13D9-46AB@compuserve.com>

Hi Gang,

Following items were listed on this morning's 80M swap nets:
1. Collins 51H3, $225. Gary, 612/496-3794
2. Heath HR-1680, $125. Rob, 608/255-0400
3. Hallicrafters HT-40, $50. Tom, 309/796-0422
4. Hammarlund Comet-Pro. Bob, 320/573-2613
5. National ??-7. Bob, 320/573-2613 

73,

Mike W5MAZ (in MN)
m_warren@compuserve.com


From boatanchors@sco.theporch.com  Sun Apr  6 10:02:21 1997
From: w8xq@juno.com (JEFF D WILDER)
Subject: Wanted National rec
Message-ID: <19970406.032310.5271.4.W8XQ@juno.com>

Hello Guys,
Looking for NC400 recv. 
Also looking for 3 left knobs (for the radio that has a black layout on
front panel.Thankyou 

		73
		Jeff D Wilder W8XQ
		616- 381-4133


From boatanchors@sco.theporch.com  Sun Apr  6 10:02:21 1997
From: william wiggins <bwigg@worldnet.att.net>
Subject: What's a 8458 Tube?
Message-ID: <19970406034153.AAA24415@LOCALNAME>

I have 5 New Amperex 8458 tubes. Does anybody have any specs on them?

Thanks
Billy

Bwigg@worldnet.att.net



From boatanchors@sco.theporch.com  Sun Apr  6 10:02:21 1997
From: jackiv@juno.com (JOHN M IVERSON)
Subject: Re: What's a 8458 Tube?
Message-ID: <19970406.051037.8710.0.jackiv@juno.com>


On Sun, 6 Apr 1997 03:44:40 GMT william wiggins <bwigg@worldnet.att.net>
writes:
>I have 5 New Amperex 8458 tubes. Does anybody have any specs on them?
>
>Thanks
>Billy
>
>Bwigg@worldnet.att.net
>8458  is a twin tetrode;  20 watts output, 7.5 watts plate diss. per
section. 400 plate volts, 155 screen v.  -59 bias  large 9 pin base  6.75
/ 15.5 v heater.
Sounds very interesting .  Jack Iverson  K0EWU   jackiv@juno.com>


From boatanchors@sco.theporch.com  Sun Apr  6 10:02:21 1997
From: leeboo@ct.net (Leon Wiltsey)
Subject: WRONG ADD 
Message-ID: <199704060405.XAA13352@blue.ct.net>

RICK WALLIS YOUR EMAIL ADD AS GIVEN ON YOUR LAST EMAIL TO ME WAS INCORRECT.
I SENT YOU AR REPLY WHERE THE PROGRAM USES THE OLD SENDER ADD AND IT WAS
RETRNED.



Thank the good LORD for all that you have!!!

Leon B Wiltsey jr. (Lee)

68yr old retired  semi disabled senior
(stroke got my balance and coordination)
formerly w4kcj & kp4ryb ( till I quite) dumb dumb
play keyboard and sing
music 1920's to 60'
none of the 80'S- 90'S noise



From boatanchors@sco.theporch.com  Sun Apr  6 10:02:21 1997
From: John <johnmb@mindspring.com>
Subject: WTB: 3 pin mic connector
Message-ID: <199704061412.KAA05095@brickbat8.mindspring.com>

        I'm looking for a 3 pin screw on (I am guessing its an amphenol
product) for use with a Shure microphone , such as a Unidyne 55
or 55D. This is a 3 pin male connector with a screw on ring.
        New, used any would be fine. I need one to get a mic
back on the air.
        Thank you very much
        /John
+------------------------------------------------------
| John Brewer- WB5OAU/4
| AMI #24    Vintage Radio Website
| http://www.mindspring.com/~johnmb/
+------------------------------------------------------



From boatanchors@sco.theporch.com  Sun Apr  6 10:02:21 1997
From: "Grant Youngman" <nq5t@gte.net>
Subject: Re: WTB: 3 pin mic connector
Message-ID: <199704061447.JAA04070@smtp.gte.net>


>         I'm looking for a 3 pin screw on (I am guessing its an amphenol
> product) for use with a Shure microphone , such as a Unidyne 55
> or 55D. 

If you can't locate a used one, I found new ones at Connector World
Supply, Inc. in Seattle (206/789-7525).  Part number is 91-MC3M, and
they're around $10.00 as I recall.

Grant/NQ5T



-----------------------------------
Grant Youngman / NQ5T

nq5t@gte.net
http://home1.gte.net/nq5t/index.htm
Double Oak, TX -- nr Dallas


From boatanchors@sco.theporch.com  Sun Apr  6 10:02:21 1997
From: "Roger A. McCarty" <rmccarty@deltanet.com>
Subject: Wtd: DX-100 panel
Message-ID: <334708D8.6233@deltanet.com>

A friend discovered he has a deep scratch in his DX-100 front panel.
Anyone have an extra they would be willing to sell to him? I would
imagine he needs one near mint or in excellent condition, at least
better than the one he has.

If you have one, please contact Luke <n6cav@napanet.net>.

Thanks

Roger KD6CC


